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SUBJ: MICHIGAN NUCLEAR PLANT SHUTDOWN 
REP: STATE 277591 

1. THE ATOMIC POWER AUTHORITY HAS REVIEWED THE TEXT OF 
THE PRESS RELEASE AS WELL AS THE COMMERCIAL CABLE RECEIVED 
BY EMBASSY NEW DELHI ON NOVEMBER 9 CONCERNING THE SAFETY OF 
ELECTRICAL CONNECTORS AND CABLES USED IN NUCLEAR POWER 
PLANTS, BOTH OP WHICH THIS CONSULATE GENERAL PASSED TO 

DR. SETHNA. 

2. THE ATOMIC POWER AUTHORITY IS INTERESTED IN THE MATTER IN 
VIEW OF THE POSSIBLE IMPLICATIONS FOR THE TARAPUR ATOMIC 
POWER STATION. IN THIS CONNECTION THE ATOMIC POWER AUTHORITY 
HAS REQUESTED THE NRC OR SANDIA L 

BORATORY POR THE FOLLOWING 
INFORMATION: 

A) DETAILS OF THE CABLE CONNECTORS THAT WERE USED IN THE 
SANDIA LABORATORY TESTS AND WHPDH HAD FAILED TO MEET 
THE SAPETY SYSTEM REQUIREMENTS. 
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B) DETAILS OF THE METHODS OF TESTING AND RESULTS THEREOF, 

FOR SUCH CABLE CONNECTORS. A COMPREHENSIVE REPORT ON 
SUCH TESTS WOULD BE MOST USEFUL TO APA. 

C) THE LOCATION OP THE LUGS, I.E., WHETHER THESE WERE 
LOCATED AT THE ENDS OF PENETRATION PLUGS FOR POWER 
AND CONTROL CABLES CONNECTED ACROSS THE DRYWELL. 
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